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the Danube at Vienna and the experience connected with this im- 
portant work, which, as I hope, will be of some interest to you. 

I would beg you to kindly transmit the second copy of this treatise 
to the Engineering Department of the Army. I am convinced its mem- 
bers will be highly interested in comparing the results of the regulation 
on the Ehine from Strassburg to Mannheim (commenced sixty-two 
years ago) with the effects of the works on the Danube near Vienna. 

To complete my first pamphlet I send you a copy of my paper upon 
the regulation works on the Danube, read on the 18th of March, 1876. 

I have the honor to remain, sir, very respectfully, your obedient 

servant, 

G. V. WEX. 
Maj. Gen. A. A. Humphreys, 

Washington City, U. S, 



NOTE BY THE TRANSLATOR. 

I have translated everything except the values of Fi Ui Ri r, Fi Ui, 
Ri t?i, F2 U2 R2 % in the calculations for discharge of the river at the 
zero and 12' 5J" stage, and the dimensions in Figure I. 

There was an error — ^in print, undoubtedly — and I could not make 
them agree. Those values and dimensions, therefore, remain in Aus- 
trian measures. A foot Austrian measure is 12.448 English inches. I 
have in this case, as in a former translation of one of this author's 
works, adhered very closely to the text, in order that the reader may 
see how careful and precise the author is in expressing himself. 

G. WEITZEL, 

Major of Engineers^ 
Brevet Major-General^ U, S, Army. 



IMPROVEMEiNT OF THE DANUBE AT VIENNA. 



[Extract from the Joamal of the Society of Austrian Engineers and Architects^ No. 5, 

. 1876. ] 

Highly esteemed Associates : Being convinced that you take a 
lively interest in the great work which has been executed on the im- 
provement of the Danube at Vienna, I will take the liberty to give 
you detailed information concerning the eftect of such works as have so 
far been constructed in removing the danger of overflow at Vienna, 
based upon the observations which were made, and the facts which 
were established during this year's ice-flow and flood. 

Since the projects for the improvement of the Danube which have 
been carried out are sufiftciently well known to most of you, my esteemed 
associates, partly through my lecture delivered before this society on 
March 11, 1871, and January 2, 1875, and partly by the plans, opinions, 
and views of experts, which were published in our journal, I do not con- 
sider it necessary to-day to enter upon their renewed description. 

I will also only recapitulate the chief periods of the formation and 
final moving of the ice-gorges which were formed in the Danube during 
the past winter in so far as it may be necessary to sustain my arguments 
and conclusions, since Baron v. Engerth, court counsellor, has already 
communicated the details in his lecture of last Saturday. 

Since the effect of every ice-flow and flood can only be clearly appre- 
ciated in connection with the extent and position of the former and the 
height of the latter, I have at first arranged in the following tabular 
exhibit all of the extraordinary ice-flows and floods which have occurred 
in the Danube at Vienna since 1826, and the highest gauge-readings 
taken during their existence at the three chief stations, i. 6., at the great 
Tabor bridge, Xussdorf, and the Ferdinand's bridge across the Danube 

Canal. 
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Tabular exhibit 



1829 



1830 



1840 
1845 



1847 
1849 

1850 



1853 



1861 



1862 



1871 



1876 



► • 

•a 

e 
I 



June 10 
June 12 



Mar. 1 
Mar. 2 



July 31 
Apr. 1 
Apr. 2 



Feb. 20 
Jan. 16 
Jan. 17 
Feb. 4 



Jane 20 
June 22 



Jan. 26 
Jan. 28 



Feb. 3 
Feb. 4 



Feb. 11 
Feb. 13 



Feb. 17 
Feb. 18 

Feb. 19 

Feb. 20 



Highest stages 
in the Upper 
Danube at — 



Linz. 



Ft. in. 

10 Ih 



14 9i 



8 5f 
8 li 



13 


1* 


14 


«i 





2 

■ * ■ • 



16 2 



4 11^ 



9f 

7 lOj 

13 11 

14 9^ 



Stein. 



-1 



Corresponding highnt stages 
at— 



& 



^rtl 'Nu»4orf. 



Ft. in. 



13 3| 



Jane 12 



Ft. in. 



Ft. in. 



9 2 



12 4i 



15 6| 

16 6 



16 1 



Mar. 1 



19 84 ; 19 2h 



14 5 



7 5i 



Aug. 2 



6 11 
14 



Apr. 3 



Feb. 20 



Jan. 17 
Feb. 4 



13 0} 



June 22 



4 10 



19 2i 



2 lOi 



Jan. 28 



Feb. 5 



Feb. 13 



4 7 

13 11 

14 9} 



Feb. 18 
Feb. 19 

Feb. 19 

Feb. 19 

Feb. 20 



9 3 
'92 

9 3 



12 U 



8 3^ 
14 5i 



12 3i 



9 8i 



9 5 



10 9§ 
12 8^ 



11 11 



10 4^ 



14 



12 2i 16 5 



9 



Emperor 
Francis 

Joseph's 
bridge. 



12 11^ 
17 5i 

19 4 

14 6i 

12 111 



17 4^ 



Ferdi- 
nand's 
bridge. 



Notes on the ice-flows and 
high waters at Vienna. 



Ft. in. 



12 3| 



22 10 



12 6^ 



High water in summer. 

' The very high stages at these 
three gauges were caused 
by the removal of the ice- 
gbrge to the Danube at 
Yieuna and into the Vienna 
Danube Canal, there dam- 
ming the water. Through 
this the greatest and most 
destructive inundation of 
the nineteenth century, in 
which many ] ives were lost, 
was produced. 

High water in summer. 



12 lli 



14 10} 



18 
14 



12 5} 



12 2i 



< 



15 9f 



20 21 



The ice-gorge formed at the 
Tabor bridge. 

' These rises were produced by 
masses of ice piling them- 
selves upon each other in 
the Danube Canal as well 

) as in the bed of the stream, 

I and caused considerable 
overflows of the suburbs of 
Vienna. 

High water in summer. 

' These high stages at Vienna 
were caused by the moving 
of the ice-gorge into the 
Danube Canal and stream, 
in spite of the small dis- 
charge of the upper stream. 

'After the complete and un- 
hindered passing off of the 
ice-gorse, in consequence 
of a sudden, warm, and pro- 
tracted rain, one of the 
highest stages was pro- 
duced, which caused a great 
inundation. 
The ice-gorge was formed at 
the Tabor Dridge and in the 
canal, and caused a very 
destructive inundation of 
the suburbs of Vienna. 



14 6i 14 Hi 
At the Beichstras- 

sen bridge. 
At the Military 

Bath. 
At the Stadtlauer 

bridge. 

11 8 I 10 g| 



fThe gauge at the Emperor 
Francis Joseph's bridge 
read 14 feet, but was re- 
duced to the zero of the 
jEfauge at the Tabor bridge, 
i. e., to 12 feet 11^ inches. 
The ice-gorge moved partly 
through the Danubt* Canal, 
but mostly through the cut- 
off, and first stopped above 
the Northwest Eailway 
l9ridge, and subsequently 
above the Stadtlauer 
bridge. 



The corresponding highest gauge readings at Linz and Stein are also 
incorporated, to enable one to judge whether the high stages at Vienna 
were caused by floods or by the damming up of the stream by the 
formation of ice-gorges either in the bed of the river or canal. 



From this table the following interesting data are obtained, viz : 

1. During the period of fifty-one years, between 1826 and 1876, only 
three summer floods have occurred ; but there have been nine heavy 
ice-gorges, attended with floods, caused by the damming of the stream. 

The latter are the most numerous, highest, and by far the most dan- 
gerous, because the height Of water occasioned by them does not de- 
pend so much upon the discharge of the stream as it does upon the 
severity and length of the winter during which the ice-gorge was 
formed, upon the manner and extent of the scourings and flUihgs caused 
by the ice in the beds of the river and the canal, upon the condition of 
the weather which causes the moving of the gorge, and, finally, upon the 
very weighty circumstance whether the moving of the gorge begins first 
at the up-stream or down-stream side^ 

It will be seen from the tabular exhibit that even during low stages 
in the main stream the water was raised to a considerable height by these 
scourings and heavy fillings in the beds of the stream and of the canal, 
and which occasionally have caused the water surface of the Danube 
Canal to be from 3' 7^" to 10' 4J" above that of the main stream. This 
was the cause of the destructive overflows which often occurred at the 
suburbs Leopoldstadt,Brigittenau, Bossau, and Weissgaerber, since sev- 
eral portions of the Vienna Danube Canal banks, as well as many of 
the streets and grounds in these suburbs, were only situated from 9' 4" 
to 11' 5" above the local zero of the gauge. 

2. It is universally known that the winter of 1875-76 was very se- 
vere, very long, and very prolific of snow ; that on December 9, 1875, 
already it was necessary to close the lock at Nussdorf by means of its 
floating caisson in consequence of a heavy ice-flow, and that, further- 
more, in consequence of the position of the ice-gorge in the Danube in 
Hungary, it had gradually so increased that it reached up to the Eeich- 
strassen bridge^ but then again had been shoved back and compressed 
by the force of the stream. 

In consequence of the renewed heavy ice-flows from the upper por- 
tions of the stream on January 10 and 29, 1876, which, with slight in- 
terruptions, continued until February 16, 1876, the gorge was again en- 
larged and in turn compressed, so that on the date last mentioned the 
Danube from below Pesth up to about 9J miles above Tulla, that is, foV 
a distance of about 235J miles, was full of ice, which, in many places, 
reached the liottom. This gorge, which was formed in the Danube dur- 
ing ten weeks of a severe winter, may therefore be safely classed as one 
of the largest, strongest, and most dangerous of any one since the 
memorable year of 1830. ^ 

In consequence of the mild weather which came suddenly in the west 
of Europe on February 16, 1876, and which produced thaw, with rain, 
the water in the Danube rose considerably, and the gorge commenced 
moving above Tulla* on the 17th and at Nussdorf on the morning of the 
18th, at the time the stage was about 12 feet above zero, and was forced, 
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with the addition of some large masses of ice from the improved stretch 
of the Danube at Vienna and the Vienna Danube canal, by the high 
water down to Fischamend, Petronell, and Hainburg. Here the masses 
of ice were piled high upon each other, since in the lower x>ortion of the 
stream, in Hungary, the tl^aw had not yet had its effect and the gorge 
remained firm. 

The circumstances attending such a forcing of an ice-gorge by the 
thaw and high water from Tulla past Vienna and down to Hainburg^ 
must certainly be considered as among the most favorable. 

If we do not consider the high stages which occurred during the 
moving of the ice-gorge on account of the partial back water caused 
thereby, and only those which ensued after the gorge had passed away, 
we find that the following high stages occurred : 

Ft. In. 

At Linz and Stein on February 20, 1876 14 9i 

AtNussdorf on February 20, 1876 11 8 

At the Emperor Francis Joseph's bridge, at six o'clock in the evening of Feb- 
ruary 20, 1876, and before the crevasse in the levee 12 11^ 

At the Reichstrassen bridge on the evening of the same date 12 9^ 

By comparing these with those of former years it will be seen that 
the stage in the Danube during and after this gorge belongs to the 
highest since the year 1830, and that therefore this event may be con- 
sidered as one of the most remarkable ones produced by the elements 
during a period of 46 years. This is also conclusively proven by the 
numerous and destructive overflows of the cities situated above and be- 
low Vienna, particularly Passau, Linz, Krems, Hainburg, Grau, Waizen, 
and more particularly Pesth-Ofen. The consequences resulting from a 
sudden thaw after such a winter, in which much snow had fallen, were 
not only felt in the Danube, but on the Ehine, Elbe, and Seine, where 
many cities, and Paris even, suffered from higher and more destructive 
floods than have occurred since the last century. 

3. Since, in former years, even with less extensive ice-gorges and at 
much lower stages of water, the suburbs of Vienna were overflowed, 
and in the extraordinary gorge and simultaneous high-water stages of 
this year Vienna was exempt from inundation (the flooding of a few 
low streets and grounds in Erdberg not being considered an inunda- 
tion), it must be concluded after a thorough study of the present con- 
dition of the stream, the phases which were observed, and the data 
which were collected during this year's ice-flow, that the city of Vienna 
was alone saved from a catastrophe similar to those which occurred 
here during the fatal years 1830, 1849, 1850, 1862, and 1871 by the im- 
provements of the Danube wliich have been made. 

In order to furnish more detailed proof of the statement just made^ 
I will take the liberty of giving the following facts and observed data : 

4. It is universally known that after a strong ice-flow the gorge is at 
first formed mostly in the unimproved stretches of the stream below 
Pressburg, and then increases in extent up stream to above Vienna, and 



gradually fills up the bed of the stream as it did in the past winter. In 
former years, however, the gorge was occasionally formed in the bend of 
the stream at the old Tabor and ]!^orthern Eailway bridge, between 
their numerous wooden piles, and then extended up stream. 

Furthermore, it is the universal experience that the ice-gorges which 
are formed in an unimproved portion of the river, or one that is partly 
obstructed by bridge piles, can only be lifted and moved down stream by 
the increased force of much higher stages of water, as was the case at 
Vienna in 1830 and 1850. In the cut-off at Vienna, which is about 4j> 
miles long, has the form of a gentle curve, has a cross-section about 311 
yards wide, and is dredged to a uniform depth of about lOJ feet, no ice- 
gorge was formed during the recent repeated ice-flows. When in the 
beginning of January the ice had massed itself in the cut-off from 
Fischamend to the ferry, and then to the Eeichstrassen bridge, the 
strong current repeatedly pushed it out and forced it down to Manns- 
worth. When finally, in consequence of the very heavy ice-flow which 
occurred on January 29, 1876, the ice-gorge extended from Pressburg to 
about 9J miles above TuUa, the cut-ott' was, of course, filled up with 
masses of ice, but yet a strong current of water was still maintained 
through it, as was clearly apparent by the numerous open channels 
which were washed out. 

When on February 16 and 17, in consequence of the sudden thaw and 
rain, the gorge commenced moving down from Tulla and from Nuss- 
dorf on the morning of February 18, only part of the ice-masses which 
were rapidly piled upon each other remained in the cut-off between the 
Point and the Northwestern Eailway bridge until four o'clock on the 
afternoon of the 18th. During this time a small part of the descending 
ice-gorge passed under the floating caisson and through the canal, and 
the greater part passed on the left-hand side of the high -water cross- 
section. The latter portions flowed back into the cut-off' just below the 
Northwestern Eailway bridge, and moved out rapidly. 

At four o'clock on the afternoon of the 18th the masses of ice which 
were piled up above the Northwestern Eailway bridge finally moved 
where the water had been backed up to the height of about 14' 6 J" on the 
gauge at Nussdorf, and then all the gorge that remained above passed 
through the cut-off at the 12' 5^" stage. , 

A part of the gorge remained just above the Stadlau Eailway bridge 
where the cut-off empties into the main stream. This occurred at the 
spot where the new left-hand bank and the new levee on the left-hand 
bank had not been carried across the old bed of the stream. The high 
water which carried the gorge, and which was confined between dams 
from Kahlenbergerdorfel down, ran off unimpeded at three places into 
the old bed of the stream and the left-hand channel, and then left the 
gorge undisturbed. 

This change in the location of the gorge caused back water in the cut- 
oft', during the night of February 18 to 19, to the height of 19' 4" at the 
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Military Bath ; of 19' 5 J" at the Reichstrassen bridge ; of 14' 6 J" at the 
Stadtlau bridge, and 12' llj" at the Emperor Francis Joseph's bridge. 

This gorge passed off already, however, in the direction of Fischamend, 
during the night of February 19 to 20. A second gorge formed in the 
lower part of the Weidenhaufen cut-off, which is about IJ miles long, 
about 187 yards wide above the zero, but below that is dredged to a 
depth of 8' 3|", and to a width of about 125 yards, and which, for the 
present, has been left to the effect of high stages of water for its widen, 
ing, deepening, and completion. This gorge forced the one which came 
down from the Stadtlau bridge to take the route in the old bed of the 
stream, which had not yet been completely dammed, at Albem and 
Kaiser Ebersdorf, in the direction of* Fischamend. No injurious effect 
on the state of affairs at Vienna was caused thereby, but the incom- 
plete dam at the head of the Weidenhaufen cutoff* was washed away 
for a length of 247 feet. 

The gorge in the Weidenhaufen cut-off moved on the morning of Feb- 
ruary 20, at the 13' 5J" stage. Based upon the foregoing presentation 
of facts which occurred during the formations, the positions, and the 
moving of this year's ice- gorge, and the coincident high waters, the fol- 
lowing conclusions can be drawn, viz : 

a. If the cut-off at Vienna had not been in existence in 1876, and this 
year's heavy ice-gorges, with accompanying high water, had been com- 
pelled to pass off* by the crooked, irregular old bed of the stream, which 
is crossed by two wooden bridges and obstructed by numerous piles, it 
is very probable that a gorge would have been formed here, and' the 
water backed up as high as in 1830. The result would have been an 
inundation, and possibly a crevasse in the weak levee alongside of the 
former bed of the "Emperor's" stream, and a consequent destructive 
overflow of the suburbs of Brigittenau and Leopoldstadt. 

The damming of the water in the old stream above the Stadtlau 
bridge to the height of 19' 3V' above zero, which actually occurred dur- 
ing this year's ice-gorge, would have caused the overflow of the whole 
Prater and a portion of Leopoldstadt, since the old levee only reached 
as far up as the Emperor's Mills, and at many places the reference of 
its top was only' 16' 7J". This was only prevented in the recent case 
by the banks of earth which were deposited along the new right bank 
of the stream by the Commission for the Improvement of the Danube 
from the point at Nussdorf to below the Stadtlau bridge. This bank 
of earth has an average width of from 245 to 410 yards, and its top is 

in reference 20' 9". 

« 

6. It will be seen from the tabular exhibit that in former years, when- 
ever ice-gorges and high waters occurred, the stage of the Danube at 
Nussdorf was in every case about 3' 1 J" higher than at the Tabor bridge j 
and, further, that in 1830, 1862, and 1871, the stage at Hussdorf reached 
the height of from 16' 5" to 19' 2^" above zero, whereby particularly 
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the inandations of the suburbs of Vienna by the Danube Canal were 
caused. 

During this year's extraordinary ice-flow and high water, the highest 
stage at Nussdorf was only during a few hours 14' 6J" above zero, and 
it is particularly due to this considerable diminution in the stage of the 
river at this point that the high water entered the Danube Canal with 
a largely reduced pressure. 

This diminution in the height of the stage was only caused by the 
work executed by the Commission for the Improvement of the Dan- 
ube, which consisted in removing the old works on the left bank of the 
river opposite Nussdorf, by which the normal cross-section was increased 
in width from ll^ to 311y^^ yards, in moving back the Hubert levee by 
which the high- water cross-section was widened from 414^^0 ^^ ^^^to 
yards, and, finally, by excavating the whole overflowed banks an aver- 
age depth of 5' 2", by which the high- water cross-section of discharge 
was increased about 10,753 square feet. 

c. In former years the stage in the Vienna Danube Canal at the Fer- 
dinand's bridge was at ordinary ice-flows and high waters invariably from 
2' 1" to 4' 2" higher than in the Danube at the Tabor bridge, and even 
attained the height of from 15' 9J" to 22' 10" above zero in the years 
1830, 1849, 1862, and 1871. 

During the recent ice-flows and high waters the highest stage at the 
Ferdinand's bridge was, during a few hours only, 14' 11^" above zero, 
therefore from lOf " to 7' lOJ" lower than in the four years just men- 
tioned, and only 2' higher than that of the Danube at the Emperor 
Francis Joseph's bridge. This considerable reduction in the high- water 
stage is due, firstly, to the reduction made in the heights of the stages at 
. !N"ussdorf as above mentioned, and, secondly, to the influence of the float- 
ing caisson placed at the head of the lock at Kussdorf. 

Court Counsellor Baron von Engerth has already, on the 11th instant, 
delivered a detailed lecture on the functions of this floating caisson at 
the various stages of the formation of the ice-gorges and their final 
moving, and I take the liberty here to mention, for the sake of preserv. 
ing the connection only, that during the moving of the great ice-gorge 
on February 18 portions of the masses of ice crowded themselves under 
the caisson, flowed rapidly away by the canal which had been kept thus 
ftee from ice ; was stopped by the ice-masses which had already formed 
in the bed of the stream at Albern, at the foot of the canal ; filled up 
the bed and formed a gorge in the canal which reached up to the Em- 
peror Francis Joseph's bridge and raised the water in the canal to a 
height of 15' 5|" above zero. The back water of the canal broke through 
trhe newly constructed levee on the left bank, whose top was at ref- 
erence 14' above and below that bridge, and then, together with the 
masses of ice which floated down, poured into the lower part of the 
Prater. 

The water then flowed off along the slope of the valley plain across 



uDe 19 formea reacbing irom iTessDurg to aoove iviannswortii, aim tnus 
closes tlie month of the caual, aud then in consequeuce of a stroiig in- 
flux of ice-masses nnder the floating caisson a piling np of ice-mosues 
in the canal and dangerous backing np of its waters might occur, it is 
necessary that, using the observations made of tbis year's ice-flowa 
and all the experience wbicb has been gained, to make further thorough) 
study and to discover and constnict such other contrivances as -mil ^ 
enable ns as far as may be necessary to more completely shut ofl' the* 
flow of ice-masses into the Danube Canal under the floating caisson at 
its head. 

This floating caisson also did great service in another respect, in that, 
after it had been sunk deeper, it canned a smaller quantity of water to 
flow into the canal during the flood of February 19 and 30, and caused 
a difference in height of the water surface of the Danube at Nnssdorfj 
and that of the Danube Canal at the Ferdinand's bridge, of from 2' J'" 
to 3' 0|", and this, certainly contributed a great deal to preventing the- 
inundation of the lower suburbs of Vienna, 

d. The commission for the improvement of the Dannbe in the period 
from 1872-'75 also caused the Vienna Dannbe Canal to be dredged 
throughout, at its center line to a depth of from 7' 3J" to 9' 4J", and on* 
both banks to a depth of 5' 2 J" below zero; furthermore removed all 
the bars in the bed of the canal, which were deposited by the creeks ■ 
emptying into it, and which sometimes extended across the whole bed, 
and then with this dredged material, which amounted to about 713,640' 
cubic yards, raised all the lower portions of the banks between Nnss- 
dorf and the Emperor Francis Joseph's bridge to a height of at least 
12' 53" above zero, and below the latter to the old mouth of the canal, 
at the so-called Prater comer, the banks were provided with levees with 
gentle slopes, whose heights vary from 12' 5|" to 15' 7". 

By this improvement of the Vienna Danube Canal the circumstances 
attending its discharges, especially during high water, were considera- 
bly bettered, since now the formation of ice-masses in it and partial back- 
ing of its water cannot occur so easily as formerly. Besides this the 
very great benefit was secured that at a high-water stage of 12' 5^" 
even the low-lands and streets which lie behind the levees cannot be 
overflowed, whereas this formerly occurred in many places at from 
10' 5" to 11' 5i" stages. 

e. The commissiou for the improvement of the Danube, in 1873 and 
1874, carried the Hurbert levee, on the left bank of the Danube, from 
Latig-Euzersdorf up stream ; raised and strengthened it iu a suitable- 
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manner, and finally joined it to the foot of the Bisam Hill, although 
"this work was not included in the original approved project. This en- 
i}irely prevents the discharge of the high waters of the Danube via 
liang-Enzersdorf and Floridsdorf and the Marchfeld, a route which was 
again ^taken when the crevasse of 1862 in this levee occurred. 

How important the reconstruction of this levee was is clearly to be 
seen from the events of 1874. Although it had been considerably 
strengthened by that time above its junction with the railroad dam 
leading to Stockerau, yet this part was in great danger of being broken 
through by the pressure of the high water, and a crevasse in it was 
only i)revented by works of protection, which were carried on with the 
greatest energy by night and day. • 

, After a thorough examination and appreciation of the facts and ob- 
servations which have thus been enumerated, every experienced engi- 
neer will agree that the suburbs of Vienna were saved from a great and 
•destructive inundation during this year's extraordinary ice-flow and 
high water by the construction of the works of the Danube improve- 
Bfient alone. 

Now, if in addition all of the works for the improvement of the Danube 
whicli are begun are once completed, the levees all firmly closed, the 
enlargement of the Weidenhaufen cut-oif is completed to the normal 
cross-section, the contrivance is added to the floating caisson at the 
head of the Danube Canal to thoroughly regulate the influx of ice-masses, 
and, finally, when the improvement of the Danube is completed according 
to the manner suggested in the original project from Mannsworth to 
below Fischamend, it will be clear to every one that the danger of an 
Inundation of the city of Vienna and of the Marchfeld by the occurrence 
of extraordinary action of the elements will be still further removed. 

The extraordinary ice-flow and coincident very high flood, as well as 
the loading test of the newly erected bri<lges, have furnished the truest 
and clearest proof that the project m accordance with which the im- 
provement of the Danube has been strictly executed and which was 
made after a correct understanding of the conditions of the stream and 
in accordance with well-tried elementary technical principles is correct, 
not only as a whole, but also in all of its details, and that the improve- 
ment of the stream has already this year fulfilled its first requirement ; 
i, 6., the removal of the danger of the inundation of Vienna, and that it 
will in the future undoubtedly fulfill it in a more brilliant manner. 

Furthermore, the well-founded hope exists that the other requirements 
demanded of this improvement of the Danube, i, 6., the improvement 
of the sanitary condition of the low suburbs of Vienna by the drainage 
of their surface water, the facilitating and enlivening of the commerce 
and trade of Vienna, and finally the creation of the necessary room along 
the new stream for the enlargement of the city, and particularly for the 
erection of large commercial establishments, will be fulfilled in the same 
satisfactory manner. 
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In coDclusioD, I take the liberty to coinuniuicate to my esteemed as- 
sociates that at the large and important works which hare been con- 
structed on the stretch of the Danube between Nussdorf and the Weiden- 
haufeu cut-off, i, e,^ the five permanent brid^^es across the Danube cut- 
off; the ten portions of quay wall whose total length is l,165ij yards; 
the many landing staircases, whose total length is 4934^ yards; the two 
large municipal bathing institutes and the large guard lock at Nussdorf 
(with the exception of a partial undermining of the concrete sole of the 
lock), not the least damage was caused by the ice-gorge and high water, 
and that the protected bauks on both sides were not washed in any- 
where, and that they were only slightly damaged at a few places. 

This pleasing fact again furnishes the proof that the trac6 of the im- 
provement conforms to the conditions of the stream, since it does not give 
occasion either to the ice-gorges or the highly swollen stream to make 
direct attacks either against these works or the banks, and that these 
works have good foundations and are solidly built. 

I consider that I ought to inform my esteemed associates in reference 
to the crevasse in the levee across the old bed of the stream above the 
Tabor bridge which occurred on the night of February 20 to 21, i. e., 
after the ice-gorge had moved off, that it did not result from a direct 
attack of the stream but was caused by the circumstance that in con- 
sequence of repeated high water in the summer and fall of 1875 it 
was impossible to close the work on the left-hand side at EoUer before 
the beginning of winter. The work was, however, prosecuted with the 
greatest energy by day and night, and this newly piled up and unsettled 
earth of the levee was very much softened and then broken through by 
the hydrostatic pressure of the 14' 6" stage applied only on one side. 

The immediate closing of the crevasse was ordered so as to hold the 
high water for the purpose of carrying off* the ice-gorge through the 
stretch, so dangerous to Vienna, at Nussdorf, and also to secure the two 
old wooden pile bridges (the Tabor and the l!^orthern Kailway) across 
the old bed of the stream against destruction by the ice. 

The result of this precaution was entirely satisfactory, for the gorge 
which had formed above the Northwestern Eailway bridge and had re- 
mained there until four o'clock in the afternoon of February 18, was 
lifted and carried off by the high water, which was firmly held between 
the levees on the two sides of the stream. 

If this levee had not been completed, and the gorge had passed through 
the old bed of the stream, it is very probable that the two old wooden 
bridges above mentioned, which during the last few years have, in con- 
sequence of the intended closing of the old bed of the stream, been kept 
only in poor repair, would have been destroyed by the ice and high water. 
A greater loss would certainly have resulted from this than the expense 
occasioned by closing the crevasse in the levee. 

5. The question has been raised by some whether the norm il width 
tor the cut-off adopted by the commission, and particularly the cross- 
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sectiou of discharge, were sufficiently large to carry off, without damage^ 
extraordinary high floods which occasionally occur, and I will therefore 
take the liberty here to discuss this very important question in detail • 
In the numerous projects which have been submitted for the improve- 
ment of the Danube since 1810, by various hydraulic engineers, only a 
single cross-section of discharge for medium and high stages was adopted,, 
and the following normal widths for the improved bed of the stream sug- 
gested, viz: 

Yards. 

By Schemer], director of the imperial hoard of piihlic works in 1810, for the cut- 
off 414.56 

For the total clear water-way of the proposed permanent hridge 601. 46 

By the former imperial and royal counsellor of puhlic works in 1817 for the 

width ofthe united Danube 372.9 

By Kudriaffski, director of hydraulic works in 1830, for the width of the united 
Danube, said to be based upon experiments and calculations 393. 68 

By Francesconi, imperial and royal counsellor of public works in 1847, for the 
clear water-way of the united Reichsstra^sen and Northern Railway bridge 
at Floridsdorf : 452.74* 

By von Pasetti, imperial and royal ministerial counsellor in 1859, for the united 
Danube above Nussdorf 414. 56 

But from Lobau to Fischamand only 393. 68 
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From this statement it is seen that the above-named hydraulic engi- 
neers who had been engaged on works on the Danube, at Vienna, during 
periods of from 20 to 40 years, made very different suggestions as ta 
the normal width to be given to the stream. 

The experts who were called together in 1867, and who declared 
themselves in favor of the improvement of the Danube by means of ex- 
cavating a cut-oft^ recognized the necessity, in order that a good 
stage of water should be maintained in the improved river, that 
there should be a special narrow bed for the discharge of low and 
medium stages, and a second enlarged so called high water cross-sec- 
tion for the discharge of high stages. Upon this, these experts, having 
studied the older maps of the Danube and the state technicists, having 
communicated to them the circumstances attending the discharge of 
the Danube, proposed 345.57 yards for the normal width of the cut-off 
for low and medium stages, and 829.12 yards ior that of the high-water 
cross-section. This proposition was adopted by the commission for the 
improvement of the Danube which existed at that time. 

Based upon the thorough studies of the circumstances attending the 
discharge of the Danube which were continued by me, and the fact 
which was thereby established that the discharge of the stream at low 
and medium stages had decreased during several decades in a remark- 
able manner, I submitted a proposition on May 24, 1872, to the com- 
mission that the normal width of the cut-off between the edges of its 
two banks should be confined to 302.92 yards, but that the width of the 
high -water cross-section be retained at 829.12 yards, and at the same 
tiuie furnished them with the calculations based u[)on hydraulic formu- 
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las on the inotiou of water in river-beds, showing that this modified 
cross-section would be quite adequate for the unimpeded discharge of 
the medium and high stages. 

The commission called together seven distinguished hydraulic engi- 
neers, among them two foreigners to decide this highly important ques- 
tion, and then, after an almost unanimous opinion from them, restricted 
the normal width of the cut-off for low and medium stages to 310.57 
yards and retained the width of the high-water cross-section at 829.12 
yards. 

In accordance with these widths the cut off, the high-water cross sec- 
tion, and the levees on both banks were constructed as shown in cross- 
section in Figure I, from which it will be seen that the cross-section of 
the stream intended for low and medium stages is smaller, but that for 
high- water is very much larger than those proposed by the above-named 
five hydraulic engineers. 

I believe that I should also now show that the cross-section of this 
improved portion of the stream, which has been carried out, is fully ade 
<iuate to the unimpeded discharge of even the highest floods. 

According to the measurements made by Kudriaffski, director of 
liydraulic works, the discharge of the Danube at Vienna should be per 
second: 

Cabic feet. 

At the zero stage 70,269 

At the 4' 10" stage 146,187 

Where the banks are full, that is, at 12' b^" stage 256,638 

I could not ascertain from public documents the time in, the place 
where, or the manner in which these measurements were made. 

The former imperial and royal ministry of commerce and public works 
<5harged Mr. Nicolaus, who was at that time inspector of hydraulic works, 
with measuring the discharge of the Danube in 1850 and 1851, at Nuss- 
-dorf and about 2J miles further up at the Kuchelau, in regular cross- 
sections four times daily, and with the fin'eatest possible accuracy. He 
found that the discharge per second was as follows, viz : 

Cabic feet. 

-a. At the I" stage above zero at the cross-section at Nussdorf 55,861 

h. At the 2" stage above zero at the cross-section at the Kuchelau 56, 426 

<. At the 2' S" stage above zero at Nussdorf 74, 293 

d. At the 2' 9'' stage above zero at the Kuchelau 81, 921 

These results may be considered perfectly reliable, because the man- 
ner of measurement was entirely rational; furthermore, because In- 
spector ^icolaus is known to all the older officers in charge of public 
works to have been an experienced hydraulic engineer and as a man 
who executed all works intrusted to him with conscientious accuracy; 
^nd, finally, because the discharges measured at Nussdorf and the 
Kuchelau so nearly a^ree. 

It appears from these measurements that the discharge of the united 
Danube above Nussdorf at the zero stage is about 55,000 cubic feet per 
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second, and that, therefore, this 
discharge given by Kudriaffski, L 
e.j 70,000 cubic feet per second, is 
clearly about 20 per cent, too high. 
That the discharge given by Ku- 
driaffski, when the banks aie full, 
at the 12' 5J" stage, L e.^ 256,638 
cubic feet per second, was not 
measured, but either estimated or 
approximately calculated, is ap- 
parent from the fact that since 
1826 there has not been so high a 
stage at Vienna; furthermore, be- 
cause there are no places in the 
vicinity of Vienna where there is a 
complete cross-section with banks 
12' 5J" high; and, finally, because 
during such an extraordinary high 
stage the velocity of the stream is 
so great that it would be almost 
impossible to measure a cross-sec- 
tion and take the velocity at many 
points and at different depths 
thereof. 

The Hungarian hydraulic engin- 
eers have, in former as well as in 
latter years, repeatedly measured 
the discharge of the Danube at dif- 
ferent stages and with the greatest 
possible accuracy between Pesth 
and Ofen, where the concentrated 
river flows between high banks, 
and, on account of its smaller slope, 
has a smaller velocity. 

The distinguished engineer Reit- 
ter, ministerial counsellor, had the 
kindness to send to the Society of 
Austrian Engineers and Architects 
the result of these measurements, 
as well as the gauge-readings, from 
1857 to 1873, from which I will only 
select the following as being very 
interesting to us. 

By comparing the gauge-read- 
ings at Vienna and Pesth during 
the period from 1855 to 1867 it will 
be seen that when the river has 
2d 



< 

m. 

H 

O 

> 

r 



r 
o 
z 
o 

H 
C 
D 



O 
= > 

r 
m 



° 8 





-IS- 






o 

I 

H 
m 

30 



JJ2 . ^ 



J 



.^^ 






--'.-- --K 



N 



$v.:.| •' v/'.V 



cn 
o 
o 



CO 

o 
o 



s 



ha 
o 






/ 



%t-4.. / ' ■■ 



18 

reached the zero of the gauge at the Tabor bridge the corresponding 
stage observed two days later gives a reading of from 5' 5J" to 6' 4f 
above zero at the gauge at Pesth, and that the mean of the gauge-read- 
ings at Pesth during a period of nine years, where the river had arrived 
at the zero at Vienna, was 5^ 9''. 

Since the discharge of the Danube at Pesth at this stage w^as deter- 
mined by measurement to be 59,604 cubic feet, and since the small 
tributaries of the Danube between Vienna and Pesth discharge into it 
at a low stage hardly more tTian 4,604 cubic feet per second, the measure- 
ments of discharge made at Pesth prove the measurements made above 
i^ussdorf by Nicolaus, inspector of h^^draulic works, to be more nearly 
correct. 

According to the tabular exhibit given at the beginning of this paper, 
it appears that the highest stage of water which has occurred since 
1826 at Vienna w^ithout an ice-gorge was on February 5, 1862, w^hen 
the gauge-reading was 12' 2^" abov^e zero; this passed off between 
Pesth and Ofen on February 7 and 8 with a constant gauge-reading at 
that point of 15' %%". ^ow, since according to the report of the minis- 
terial counsellor, Roitter, which was furnished us, the measurements 
made between Pesth and Ofen show that at the 15' 8|" stage the dis- 
charge of the Danube is there 184,462 cubic feet per second, and when 
it is considered that between Vienna and Pesth the tributaries, March, 
Leitha, Raab, Waag, and Grau, must have discharged in the high stage 
during the period from February 5 to 8, 1862, more than 5,932 cubic feet 
per second, it follows that during the high stage of February 5, 1862, 
the discharge of the Danube at Vienna could not have been greater than 
about 178,530 cubic feet per second. Comparing this with the statement 
of Kudriaffski, director of the hydraulic works, who, it is true, assumed 
a stage 3J^" higher, there will be found a difference of 79,108 cubic feet. 

In order to prove that the cross-section, according to which the cut-off 
at Vienna was actually executed, and which is exactly represented in all 
of its dimensions in Figure I (p. 17), is fully adequate to discharge the 
quantities of water which, as has been shown, pass through, my asso- 
ciates will please make the following hydrotechnical calculation with me. 

The latest and most reliable hydraulic equation to determine the 
velocity of water in rivers and streams is that of Gauquillet and Kutter, 
which has for Austrian measures the following form, viz : 

41+ 1-779 0.00276 
n 




V = < > / R J 

\ J J V B. 

In this equation v denotes the mean velocity of the stream through- 
out the whole cross-section; J the slope of the stream; R the mean 
depth which is obtained by the dividing the arm of the cross-section F 
by the wetted perimeter U, and, finally, n, a coefficient obtained by ex- 
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perience, and which depends upou the friction of thf material which 
forms the wetted perimeter. 

The discharge per second, M, is obtained by multiplying the area of 
the cross-section F by the velocity of the stream Vj L e., M = F v. 

Since the average slope of the water in the cut-off at the zero stage 
is J = 0.0004427, and the coefficient of friction, according to the expe- 
riments made by Strauss, at Speyer on the Rhine, and by Destrem, on 
the Neva, can be taken at n = 0.026, we will obtain the discharge as 

follows: 

I. — At the zero stage. 

It will be found from figure I that the area of the cross-section 
F = 8320 square feet 

U = 856.72' R = -^ = 9.7114' 

hence . t? = 5,467' 

and M = 50777 cubic feet. 

I^ow, since about 3,354 cubic feet per second of the discharge above 

Nussdorf are carried off through the Vienna Danube Canal, and about 

1,677 cubic feet per second are drawn off* at Greifenstein for irrigating 

the Marchfeld, it will be seen that the cross-section of the cut-off which 

has been adapted is quite adequate for the discharge of the low and 

medium stages. 

IL—At the 12' 5 J" stage. 

Although during the high stage, especially when it is rising, the slope 
of the stream is generally greater than at the zero stage, yet I will as- 
sume this slope as unchanged, and call 

J = 0.0004427. 

Furthermore, at high stages, the discharge of the stream through its 
normal bed must be calculated separately from that over its overflowed 
banks. 

For the normal bed we will find — 

F, = 18940 square feet XJi = 909' 
Ri = -^ = 20.836' 
therefore t?i = 8.754' 

Ml = Fi t?i = 184992 cubic feet. 

For the portion of the cross-section above the overflowed banks we 

find— 

F2 = 69.96 square feet U2 = 1480' 

R2 = ^- '= 4,727' 
U2 

therefore i\ = 3.382' 

and Mo = 26412 cubic feet. 



20 

The capacity of the cross-section for discharge at the 12' oJ^" stage, 
where the water just reaches the top of the right-haud bauk, is there- 
fore — 

M3 = Ml + M2 = 211,404 cubic feet. 

Consequently about 32,900 cubic feet more per second than the dis- 
charge of the Danube at Vienna during the highest flood on February 
5, 1862. 

Now, if it will be further taken into consideration that of the high 
water which passes Nussdorf about 15,600 cubic feet per secoiid are 
discharged by the Vienna Danube Canal, and it js still further consid- 
ered that, as shown by my lecture of March 11, 1871, after the improve- 
ment of the Danube to Fischamend, and the ine\itable equalization of 
the slope which will ensue, the zero will be lowered in the cut-off at 
least from IJ" to 2", which is equivalent to raising its banks to that 
height, I believe that every experienced hydraulic engineer will agree 
with me that the normal widths and the cross-section of discharge* which, 
have been adopted are adequate for the unimpeded discharge of the 
highest floods, and that these will never rise over the 12' 5 J" high- 
water bank. 

As a protection against the backing ux) of the water which may now 
and then be caused by the ice-gorges, but which will not occur so often 
on the Danube where it is improved, and will not rise so high, the levees 
on each bank have been built to a height of 20' 9" above zero. 

Now we will see what observations were made during the high water 
which came immediately after the gorge moved on the afternoon of Feb- 
ruary 20. 

Although the gauge-readings at Linz and Stein were not as high on 
February 19 and 20, 1876, as those on February 3 and 4, 1802, yet, I 
believe that in consequence of the sudden melting of the large masses 
of snow between Linz and Vienna, which was caused by a warm and 
steady rain, that the higli-water discharge at Vienna was as great on 
February 20, 1876, as it was during the highest stage of 1862. During 
this year's high water the following gauge-readings were taken at 6 p. 
m. on February 20 ; that is, before the crevasse in the levee at the Tabor 
bridge occurred, viz : 

Ft. in.- 
Above Nussdorf, where the whole new cross-section of discharge was completed . 11 8 

At the Emperor Francis Joseph's bridge, above the new zero 14 

And therefore above the old zero at the Tabor bridge 12 llf 

And finally at the Reichstrassen bridge 12 9^ 

The reason that the gauge-readings were higher at the last two men- 
tioned bridges than at Nussdorf is that in the cross-section of discharge 
at the former bridges the old spoil banks and the old Prague-Eeich- 
strassen dam had not been completely removed, and the six houses 
which stood there had not been torn down, and, furthermore, because 
the scaffolding, laborers' barracks, restaurants, bath-houses, and an ele- 
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vated railway for the transportation of the material for completing the 
Reichstrassen bridge still remained, and, finally", because some masses 
of ice had been shov^ed onto the banks just below the Keichstrassen 
bridge, and still remained. 

On this account the discharge of the stream was considerably impeded, 
and its surface raised. 

It will be clear to every expert that if the high-water cross section of 
discharge along the whole cut-off had been as completely open and un- 
obstructed as at Kussdorf, the high-water mark' of this year in the cut- 
off would not have gone beyond 11' 8" above zero, from which it will be 
seen again that after the works on the improvement of the Danube at 
Vienna are once completed that the cross-section of discharge will be ade- 
quate for the highest Hoods that will occur. 

The high water of February 20 lasted, with slight variations, until 
February 24, and the high-water marks at the different places were as 
follows, viz : 

At Linz, from 13' 8" to 14' 9J". 

At Stein, from 14' 6" to 15' 6|". 

At Greifenstein, from 11' 11" to 12' 5 J". 

At the Kuchelau, from 14' to 14' SJ". 

At Nussdorf, from 11' o" to 11' 10". 

*At the Emperor Francis Joseph's bridge, from 9' 7" to 10' IJ". 

*At the Ferdinand's bridge, in the Danube Canal, from 10' 3J" to 
11' If". 

From this it will be seen that the high water of this year lasted a long 
w^hile. 

I now hope that my esteemed associates, after a thorough examina- 
tion and consideration of the facts and data which have been given by 
me concerning this year's in-How and high water and the hydraulic cal- 
culations which I have added, will agree wi th me in the conclusion that 
the city of Vienna was alone saved from disasters similar to those which 
occurred so often in former years by the works on the Danube improve- 
ment, and that after these are thoroughly completed the protection of 
the city of Vienna against the danger froai overflow will still be far more 
complete. 

Finally. 1 beg you, my esteemed associates, to allow me to refer to the 
unfavorable opinions which have been published in several newspapers, 
partly upon the project for the improvement of the Danube and partly 
upon the effect of the works which have thus far been completed. 

Since I and my professional colleagues have not time to reply to all 
attacks in the separate journals, we will leave them unanswered, in the 
hope that a true appreciation of the favorable effect of the works which 
have thus far been executed will in the end compel recognition. 



'At these two bridges the water was considerably lowered by the crevasse. 
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The results of these one-sided statements and unwarranted attacks on 
the Danube improvement have, however, not remained absent. 

At first I received letters from ray friends in the provinces, in which 
they try to console me for the total failure of the works, as represented 
in Vienna journals. 

The Times, in its issue of February 25, 1876, contains a communica- 
tion from its correspondent in Vienna concerning the executed portion 
of the Danube improvement, in which he says that this great work has 
not fulfilled the hopes of its projectors, and that, on the contrary, it 
must be considered a total failure, since during this year's ice-flow the 
inundation of the suburbs Eossau, Leopoldstadt, Erdberg, and the coun- 
try in the direction of Simmering was just as great as in former years, 
and that even the new central cemetery was so flooded that the corpses 
floated out of their graves, and that it was necessary to suspend inter- 
ments in it during a long period. 

Esteemed associates! You see how by such untrustworthy reporters, 
whose judgment of the project for the Danube improvement is based 
upon incorrect information and want of knowledge, this successful un- 
dertaking, which was much praised during its erection not only by the 
international jury, but also by more than twenty distinguished foreign 
engineers, and upon which Austria and Vienna may look with pride and 
satisfaction, is placed in bad credit and lowered in the estimation of 
foreigners. 

I desire to refer particularly to an anonymous pretended expert who 
has already, in four articles published in the IS'ew Free Press, and enti- 
tled ^'The inundation and its causes," and based upon incorrect data and 
imaginary hypotheses, designated the whole project for the Danube 
improvement as a failure, and states even that the works which have 
been executed were the cause of the pretended inundation of Vienna. 

Such a one-sided abuse, for 1 can no longer call it criticism, of the 
whole undertaking is so much the more to be regretted since the Kew 
Free Press is one of the most respectable papers in Austria, and is the 
most widely distributed in foreign countries. 

In the short time allowed me I cannot recount and correct the many j 

erroneous statements, defects, and charges made by the anonymous ex- 
pert against the Danube improvement, but I hope you will permit me 
to point out some of the most glaring defects, since I am convinced that 
this alone will easily enable you to form an opinion of the knowledge of 
hydraulics possessed by this expert, and of his one-sided censure of the 
project for the Danube improvement. 

1. The anonymous expert believes that the Danube cut-off was simply 
traced in plan as a curve to please the eye, without regard to the natural 
conditions which govern the bends of streams, and that thereby the 
resistance of the forces of nature was developed. He cannot justify 
the moviijg of the river nearer to the city, and intimates that it would 
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have been more advantageous to have allowed the Danube to remain in 
its old bed at Floridsdorf. 

Gentlemen! In my lecture of March 11, 1871, I communicated to you 
that after a dispute lasting through a period of fifty years, and in which 
twenty-eight of the most distinguished native and foreign hydraulic 
engineers took part, it w^as finally concluded in 1867, to the great joy of 
Yienna and Lower Austria, to improve the Danube by a cut-off. This 
conclusion was approved on all sides. 

Now, after this cut-off has been made at great expense, repays itself 
bountifully, and has proven itself, during the recent events caused by 
the elements, as very advantageous, this anonymous expert, plainly 
without any knowledge of antecedent proceedings and works of experts, 
utters this oracle, that there was no need of a cut-off, and that it would 
have been better, therefore, to have left the stream in its bend at Flor- 
idsdorf. 

You will find it, esteemed gentlemen, quite natural that I do not now 
enter upon a discussion of such an oracle. 

2. The anonymous expert states that the old bed of the Danube had 
a depth of 20' 9'' below zero, and since the cut-off was dredged only to 
10' 4J" below zero, the water must raise itself up in or<ler to get into the 
cut-off, and then besides that in the shallow cut-off the formation of ice 
and ice-gorges was more extensive, and that consequently the water of 
the stream was forced through the Danube Canal. Based upon these 
premises he makes the following assertion, viz : '' The new cut-off forms 
throughout its whole length an artificially constructed dam of earth in 
the old channel." He farther says that the cut-off in its present condi- 
tion is not only of no assistance in removing the danger of overflow, but 
is even an absolute obstacle against the free flow of the ice and water. 

I must at first remark, by w^ay of correction, that the premises of this 
expert are entirely incorrect, since the depth of water in the Danube in 
its old bed was only 20' 9" in the concavity of its bends, but in the 
stretches between these, and even in the channel, the depths did not ex- 
ceed from 6' 2f " to 7' 3", and the arithmetical mean of the depths taken 
on seven different cross-sections was found not to exceed from 9' 4" to 
10' 4J" below zero ; furthermore, I have shown in this lecture that the 
ice-gorge never came to a stand in the cut-off*, but that in every case it 
formed from Pressburg upward, and naturally, therefore, the cut-off was 
filled with masses of ice. 

It is also well known to you, my esteemed associates, that it is cus- 
tomary in making a cut-off to excavate a trench of from 62i^' to 124f ' in 
width and about 3^' in depth, and to leave its further deepening and 
widening to the power of high waters. 

The commission, on the contrary, in order not to expose the city of 
Yienn^ to the danger of an overflow during the progress of the work, 
at great expense, and by the use of a suitable plant, caused the cut-off* 
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to be dredged throughout its whole length of about 4J miles, to its whole 
width of 311^ yards, and to the depth in its upper half of from 10' 4J" 
to 11' 5", and in its lower half of from 8' 3J" to 10' 4:i" below zero. 

I must, before proceeding further, admit that I do not know of any 
case in which such a colossal cut-off was dredged throughout its wliole 
length, breadth, and depth, and yet this complete construction of the 
cut-off seems still too small to this anonymous expert, and he censures 
those in charge of the w^ork with sharp, insulting words for having 
thereby exposed Vienna to the danger of an inundation. 

My esteemed associates will agree with me that these assertions of 
the pretended expert, and particularly his utterance, printed with large 
type, that the new cut-off* throughout its whole length is an artificially 
constructed bank of earth in the old bed of the stream, are technically 
and logically very incorrect, and are only calculated to lower the work 
in the eyes of laymen, and to awaken in the latter a totally ungrounded 
fear of danger from overflow. 

3. This anonymous expert has also uttered the following oracle, i. e, : 
If the floating caisson had realized the expectations of its inventor, the 
inundation would have reached an unprecedented height, the water and 
ice, whose natural flow was obstructed, would have taken the next best 
route through. !N^ussdorf, and the Danube might possibly have again 
taken possession of its old bed along the Salzgries, which it left hun- 
dreds of years ago. 

If that portion of the masses of ice which came down from Kloster- 
neuburg, which passed into the canal under the floating caisson, had 
been shut out by the latter it would also have passed off over the over- 
flowed banks, which are 518J yards wide, and its flow would only have 
been delayed several hours. 

Furthermore, if after the ice-gorge which formed below the Point had 
been raised and moved through the cut-off at 4 o'clock on the afternoon 
of February 18, by the damming up of the water to the height of 14' 
64" above zero, it is probable that if no masses of ice, and but little 
water, had passed into the canal under the floating caisson, this backing 
up to the height of 14' 6J" above Nussdorf would have occurred several 
hours sooner, and would have carried its whole ice-gorge through the 
cut-off'. 

But even in case the floating caisson had completely closed tl|e head 
of the canal, and, in consequence thereof, the water at !N^ussdorf would 
have been backed up 1' 0^" or 1' 6^" higher, that is, to a height of 15' 6f " 
or 16' Of" above zero, no danger would have thereby resulted to the 
Nussdoif dam on the right bank, for this mighty dam resisted the water 
successfully in the years 1862 and 1871 where it reached the height of 
16' 5" and 17' 4^". 

From the preceding it will be seen that the anonymous expert -surely 
does not himself believe in his oracle, and that he only wrote it to create 
a sensation and to array non-professionals against the imi)rovement. 
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4. This expert further insists upon it, that in preparing: the project 
the discharge of the stream had not been ascertained, and that even 
to-day, when the most of the work may be considered completed, the 
discharge through the constructed cross-section is not known. 

That this assertion is a clear falsehood is undoubtedly apparent to you 
esteemed gentlemen, from that which I have already said. 

I do not believe that I ought to touch further on the numerous other 
slips and defects of the anonymous expert, since you, my esteemed as- 
sociates, have already gained the conviction from the points which I 
have mentioned that he, either through ignorance, or based upon inten- 
tionally incorrect data, made technically entirely incorrect clearly one- 
si4ed assertions and conclusions only with the intention of disparaging 
the work which has been done, as well as the engineer intrusted with 
its charge, in the eyes of our fellow-citizens, without thinking, however, 
that by so doing he has brought this national enterprise in discredit in 
foreign countries, and has thus injured the interests of Vienna. This 
leads me to the conjecture that he is no Austrian, and at least not a 
patriot. 

If the esteemed Society of Austrian Engineers and Architects should 
select a committee to gain a thorough understanding of the working 
of so much of the work as has been executed, I will take the liberty to 
make a motion that this committee be requested to thoroughly examine 
the assertions and complaints of this anonymous expert in the four 
newspaper articles to which I have referred, and to give an opinion 
thereon. 

3d 
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